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Foyal Exchange. Manchester, on a site bounded by 
Market Street, Exchange Street, Bank Street, and Cross 
Street, was erected in 1871 from designs in the Italian style 
by Messrs. Mills and Murgatroyd. The Central Hall, 125 
feet high and 96 feet wide, flanked by columns of red Irish 
marble, is not only the largest exchange but the largest 
room in the world devoted to commercial purposes. 
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